ST.  MARY'S  CATHEDRAL 

COVINGTON,  KY. 
1895    1901,   Facade,  1908—1910 
French    Gothic  Architecture 
Facade   resembles   Notre  Dame,  Pans 
Stained  qlass  windows  by 
Mayer  Studios,   Munich,  1910—1925 
North  transept  window   24  x  67  It. 
Rose   windows    26  ft. 
Four  large  murals  by  Frank  Duveneck 

Exterior  tympanum  carving  and. 
Madonna  statue  by  Clement  Barnhorn 
Ceiling  81   feet;   unfinished  towers   52  ft. 
Architects   Leon   Coquard,  Detroit 
David   Davis,  Cincinnati 
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